KITCHEN   STOVE

Required  Physical Capabilities:

Wheelchair mobility  to draw alongside  stove,   reach
between  the heating coils  and refrigerator  to grasp
cylindrical on-off  temperature  control,   and  twist   it  to
desired position.

Rationale:

Cost  of glass-topped,   no-heat unit with  front  controls
was  prohibitive.     Unit  chosen appeared  to  be  the  most  appro-
priate  stock  item available.     It was  assumed  that  stove
would  be  used by able-bodied visitors or  volunteers.

Analysis:

Availability of stove for cooking by quadriplegics  very
desirable.     Stove  location somewhat unsuitable  for wheel-
chair  approach and operation of  controls.     Burner  control
difficult for those with  limited hand dexterity or  strength.
Small  space between controls  and heating units  may pose
safety  hazard.

Recommendations:

-  Location of controls  at  front of  stove  more
appropriate.

-  Non-heat producing unit   (cold top)  desirable  for
safety reasons.

-  Push or punch controls desirable.

-  42  - used  for  storage.     Could  be   longer,   with
